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19 March 1959 


MEMORANDUM FOR: Executive Officer. DCI 


SUBJECT: 


Advisory Committees 


1. There is attached a report on advisory committees 
from the Acting Deputy Director (Support). All Deputy Director 
(Support) offices gave negative replies except the Management 
Staff. This Staff reported two special situations in connection 
With THE WALNUT PROJECT and THE MINICARD SYSTEM, 
specifics of which are in the attached memorandum. These 
appear to be within the epirit of the Cabinet Paper and so should 
be included in the over -all raport to the Director. They comply 
with the criteria of the Cabinet Paper and, therefore, present 
no particular problem. They also may have been reported by 
RI/DD/P for THE WALNUT PROJECT and Office of Central 
Reference for THE MINICARD SYSTEM. 

2. If you havo the complete report# from the other 
elements, I will be glad to help draft an appropriate memorandum 
to the Cabinet Secretary. 
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